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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 



IS 5105 (1969) : Twist Drills, Taper Square Shanks for 
Ratchet Braces [PGD 32: Cutting tools] 
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Indian Standard 

SPICtHCATlON FOR TWIST DRILLS. TAPER SQUARE 
SHANKS FOR RATCHET BRACES 



1. Scope— Dimensions and requirements for twist drills with taper square shanks for use with ratchet 
braces 

2. Dim«fw>ons 




Size of Shank ax 6 xc = 19 OSx 12 70x44 45 mm for all sizes 
All dimensions in millimetres 
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3. Designation — A twist drill for ratchet braces with 10-00 mm diameter of 'tool type' A/» for right-hand 
cutting, conforming to this standard and made from carbon steel (CS) shall be designated as: 

Twist drill 10-00 IS: 5105 CS. 

4. General Requirements 

4.1 'Tool type', unless otherwise specified: N according to IS : 5099-1969. 

4.2 The detailed dimensions of point and cutting angles shall be at the discretion of the manufacturer. (See 
also IS : 5099-1969 for recommendations regarding 'tool types* ) 

4.3 The diameter cf shall be measured as near the point as practicable. 
44 Run out on diameter over entire flute length; 0*20 mm maximum. 
4.5 Other requirements according to IS : 5099-1969. 



Adopted ^ February 1969 



I January 1970 SIS 



Gr 1 



BUREAU OF INDIAN STANDARDS 

MANAK BHAVAN 9 BAHADUR SHAH ZAFAR MARG 
NEW DELHI 110002 



^MENDMENT NO. 1 DECEVmER 1996 

TO 

iS 5105 : 1969 SPECIFICATION FOR TWIST 

DRILLS, TAPER SQUARE SHANKS FOR 

RATCHET BR.\CES 

( Pagei, clauses '\A,42,<irtd 4^ ) ~ SuKtitutc 'IS S099 \^^y Jot 
7S5099 1969' 

{Pa^e 1, clatre 4.4 )--Subst]!utc *hc follow rng forlhe rxisling clause 

4.4 The tolerance on lluie length and overall kiigth shall Ik ± 5 mm ' 
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